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17 November 1953 

MEMORANDUM FOR* Acting Deputy Director (Administration) 

SUBJECTS Report on Vending Machine STAT 

Proceeds. 

1. With reference to paragraph l^a. of subject Notice, the 
report for this Office is negative. As you know, except for our 
departmental and field recruitment offices, the Personnel Office 
is located in Curie Hall. 


2. It is understood that the report for the Potomac Re- 
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